
2o TEST NO. ATF“85B U27) :• 

3. TEST DATE 25 NOVEMBER 1964 : ' 

4* ARTICLE NO. 127 f ' /*;' 

5. TIME T.O. 15004 LAND 17484 < 

6. PACKAGE OPERATE TIME: 26 MINUTES TOTAL i>ET WEEN 15454 

AND 1730 4 ■: 

. .1 

7. TEST CONDITIONS: 

A. PRESS ALT 80 ri ~ v - 

B. MACri NO. 2.9 

C. I.N.S. STATUS: GOOD • 

D. WEATHER: UnDERCAST MOST OF ROUTE 

8. THESE OBJECTIVES: PERFORMANCE OF V/H SENSOR AND INTERFACE. 
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9009 (IN 60705) PAGE TWO 

DATA CHAMBER POSITIONS AND FOCUS* 

9. TEST RESULTS* THE ENTIRE MISSION WAS FLOWN IN CLOUDo 
FILM SPEED WAS 11. 59* OUTPUT OF V/H PREMAP WAS INSUFFICIENT 
OVER MOST OF TEST TO PROVIDE PROPER OUTPUT FROM INTERFACE* 
PROBABLE CAUSE WAS CLOUD COVER. DATA CHAMBER FOCUS VARIED 
INTERMITTENTLY. IMAGE OF DATA CHAMBER NOT ALIGNED WITH NOSE 
CONE. STATUS LIGHTS AND TIMING DOTS GOOD. 

10. COMMENTS* VERY SMOOTH FLIGHT. ONLY CAGES RECORDED 
WERE AT SHUT DOWN. NO TARGET READINGS DUE TO CLOUD COVER. 

END OF MESSAGE 
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